Amherst Drug Analysis Laboratory 
Major Equipment List 


Instrument 

Make and Model 

Approximate Age 

Gas Chromatograph/Mass 
Spectrometer 

Agilent 5973 

1999 

Gas Chromatograph/Mass 
Spectrometer 

Agilent 5972 

1996 

Gas Chromatograph 

Agilent 6890 

1999 

Gas Chromatograph 

Agilent 5890 

1996 

Gas Chromatograph 

Agilent 5890 
(used for alcohols) 

1987 


Folk OIG PRR 111056 




